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Sons Co., 


COLANTHA 4TH’S SARCASTIC 
71014. Owned by F. J. Bristol & 

10 months, in 7 days, 

pounds fat. 


Colantha 4th’s Sarcastic 
Oakfield, Wis. Production at 2 years, 
16.901. pounds butter fat and in thirty days. 66.437 

Awarded the 5theand 4th prizes, respectively, for these records, by 


the Ass’n., 1906-1907. 
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Breeders’ Directory 


Your herd published in this di- 
rectory at $2.00 a line per year. 





MASSACHUSETTS. 

Blanco Farm Herd, 100 Holstein- 
Fresians. C. D. Gage, No. Brookfield. 
MICHIGAN. 

Geo. S. Bigelow’s Holstein Farms, 

Bloomingdale, Van Buren County. 


MISSOURI. 
Granzdale Herd, Casper A. Grantz, 
King City, Gentry county. 


NEBRASKA. 
Rock Brook Farm, H. C. Glissman, 
Sta. B., R. F. D., Omaha. 
NEW HAMPSHIRE. 
Pine Grove Herd, Henry W. Keyes, 
Prop. North Haverhill. 


NEW JERSEY. 
Bloomingdale Herd, A. A. Cortel- 
you, Somerville, Somerset county. 
Gem Herd, Holsteins, J. G. Drake, 
Somerville, Somerset county. 
Tranquility Farms, Arthur Danks, 
Allamuchy. 


OHIO. 
Clearview Herd, Holstein-Fresians, 
J. S. Cliffton, Alverdton, Williams Co. 
Westview Dairy Herd, H.-F. Cattle 
E. S. Nail, Prop., Mansfield. 


PENNSYLVANIA. 
Springdale Herd, H. M. Lyon & 
Sons, Wyalusing, Bradford County. 
Spring Brook Stock Farm, Walter 
M. Cruttenden, Mansfield, Tioga Co. 
Riverside Farm Herd, J. G. Kerrick, 
Towanda, H.-F. Cattle, Shropshire 
Sheep, Chester White Smine. 
Milanhurst Stock Farm, John I. 
Elsbree, Milan, Bradford county. 
Keystone Farm, H.-F. Cattle, C. A. 
Pratt, LeRaysville, Bradford county. 


VERMONT. 
Cloverdale Farm Herd, J. G. White 
& Son, Brandon, Rutland county. 
Marble Valley Herd, J. H. Mead & 
Son, West Rutland, Rutland county. 


NEW YORK. 


Old Home, A. R. O. Holstein-Fries- 
ians. E. S. Robinson, Forestville 

Maple Ridge Herd, C. H. Fitch & 
Sons, Burlington Flats, Ostego county. 

Fly Brook Herd, C. A. Talbot, Ed- 
meston, Otsego County. 

Corning Herd, L. H. Corning, Cort- 
land, Cortland county. 

C. F. Corey, Pennellville, Oswego 
county. 7 

Maple Lawn Stock Farm—H. F. 
Cattle. F. L. Hess, Phoenix. 

Pleasant Valley Stock Farm, C. F. 
Hur: Manlius, Quondaga county. 
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Brookside-Moyerdale 
Stevens Brothers Co., Liverpool 

Oakland Herd, H.-F. Cattle, T. A, 
ley, Manlius, Onondaga county, R. 8. Mitchell, Weedsport, Cayuga county, 


Lewis’ Herd, Rarris Lewis, Nor- Herd, 
wich, Chenanga county. 


Watervale Stock Farm, D. E. Car- 


The 


Hilldale Stock Farm, J. A. Stanton, 
New Woodstock, Madison county. 


Riverview Herd, H.-F. Cattle, T, A, 
Page & Son, West Edmeston. 





37-21---Can You Beat This Pair---37-67 
Imperial Pontiac Korndyke, No. 45800 
A ful] brother in blood to Pontiac Clothilde De Kol 2nd, $7.21. 
Fairview Korndyke Lad, Ne. 48018 
Son of the World’s Champion, Pontiac Pet, 37.67. 


orders for bull calves. 


MARBLE VALLEY STOCK FARM 
J.H.MEAD & SONS, - - - - . WEST RUTLAND, VT. 


We are booking 





KORNDYKE PONTIAC PET, NO. 55995 HEADS OUR HERD 


. SIRE, PONTIAC KORNDYKE; DAM, PONTIAC PET. You know the rest. 
Every female of milking age has an Official Record. If you want a bull calf 
that will increase your butter fat, put in your order. (t. f.) 

ISAAC DALRYMPLE & SONS, Otselic, N. Y. 


Address, Isaac Dalrymple, Preston, N. Y. 


ARRIVED 


A Son KAREL KORNDYKE, from Duchess Hengerveld with a record of 24.90 Ibs. 
of butter in 7 days. She is sired by the great Pietertje Hengerveld Count De Kol 
a son of Orndyke Dora Korndyke a two-year-old daughter of Karel Korndyke, 
with a record of 530.5 Ibs milk, 23.79 Ibs of butter in 7 days. This youngster is 
sired by Pearl Hengerveld Pietertie a Son of Belle Pietertje of Onieda, 28.25 Ibs. 
of butter in 7 days, 115.2 Ibs in 30 days. Sire Karel Korndyke. WHY not get 
this good one NOW. Write to-day. (t. f.) 


Grow & Salisbury, Ft. Jackson, St. Lawrence Co., N.Y. 


THE STEVENS HERD 


ESTABLISAED 1876 


ogers a bull calf born Nov. 27, 1911, sired by Walker Korndyke Segis and 
out of Copia Hengerveld 2d‘s Buttercup, the. heifer who holds the world’s 
semi-official year’s record for production of milk and butter as a punior 
two-year-old, 18, 349.3 lbs. milk, 849.94 lbs. butter at 2 years, 3 months 26 
days. Uneqwalled by any heifer of her age of any breed. ; 1 
This young bull is about evenly variegated in color, a nice individual, 
not a cheap one, but as good as can be found. 93 per cent. of'all but 7 per 
cent. of his blood is from the following animals, De Kol 2d’s Butter Boy = 
King Segis, Johanna Aaggie 2d’s Lad, Pietertje Hengervelds’s Count De Kol, 
De Kol 2d, Netherland Henderveld, Belle Korndyke and Lillian Walker. 


See what they, their sons, ae CY 




















Look these up in the Blue Book. 
and granddaughters have done. 


HENRY STEVENS & SON 


Broekside Stock Farm, Lacona, Oswego Co., N. Y. 


Pleasant Hill Herd Offers 


Bull calf, born Feb. 11, 1912, a very fine individual in color, three fourths 
black. He is a half brother to Daisy Veeman Hengerveld that sold for 
$1950.00 in public sale at Syracuse. Sir Veeman Hengerveld, sire of 38 
A. R. O, daughters—10 that average over 28 lbs. putter in 7 days, his 
whole 38 daughters averaging over 22 lbs. and only 3 are full age. This 
is a showing that I do not believe any other bull can make. Dam of calf 
has record of 25 Ibs. in 7 days and over a 100 Ibs. in 30 days. 


W. D. ROBENS Poland, N: Y. 
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ADVANCED REGISTRY WORK IN 
OHIO. 
EK. F. RINEHART, 

Assistant Professor of Dairying. 

Nothing better shows the general 
recognition of the superior value of 
good stock than does the making of 
official records. Formerly many cat- 
tle were considered good merely be- 
cause they had pedigrees or were of 
a desirable conformation. The large 
amount of advanced registry work 
now being done and the premium 
placed upon those individuals of a 
good type and pedigree, that have 
proved beyond doubt that they are 
good producers, show that the wide 
awake farmer desires not only a well 
bred animal of good appearance but 
he must also have undisputed proof 
that she is a worker. It would be 
just as consistent to buy a horse with- 
out knowing anything of his gaits 
or his ability to work as to buy a 
cow that has no record of her pro- 
duction. For this purpose a private 
tecord may be very desirable, yet a 
record of this kind is no better than 
the word of her owner. When buy- 
Ing a horse, while we might be will- 
Ing to take the owner’s word for all 
the good qualities of the animal in 
question, we would much prefer to 


be shown. This illustrates the differ- 
ence between a private and an official 
record. The official record of a cow is 
as good as the record of a horse made 
on the track, for it has back of it the 
sworn statement of disinterested par- 
ties. 

While fairly old in the older dairy 


_ States, Advanced Registry work is 


comparatively new in QOhio. Since 
its beginning here, however, it has 
made very rapid strides. In 1907, 
nine Ohio cows were officially tested; 
in 1908, twentyfive; in 1909, one hun- 
dred and sixty-one; while in the year 
just completed five hundred and nine- 
ty-five registered cattle were tested 
by representatives of the Agricul- 
tural College. From advance notices 
and applications it would appear that 
over a thousand official tests will be 
made during the present year. 

The making of these tests and the 
accompanying reports, together with 
the numerous seven and thirty-day 
records constantly being made, re- 
quire an enormous amount of work. 
For this purpose there is an availa- 
ble force of twenty-five testers, ready 
to leave at a day’s notice. At the 
busiest season of last year there were 
thirty-one representatives of the 
Agricultural. College in the field at 
one time. This does not include the 
office force that arranges for the tests, 
does the retesting, tests the com- 
posite samples sent in and makes the 
reports to the Registry Associations. 
Formerly this was done as a part of 
the Dairy Extension work, but owing 
to its present magnitude the Depart- 
ment of Dairying has been forced to 
carry it on as an independent line of 
work. 

The interest and zeal of the num- 
erous breeders carrying on this work 
are beginning to show results and 
are bringing Ohio rapidly to the front 
as a state where the best of dairy cat- 
tle are to be found. During the past 
year records have been completed that 
make Daisy Grace De Kol the world’s 
champion junior four-year-old Hol- 
stein, and Maple Crest Pontiac Korn- 
dyke the world’s champion senior 
two-pear-old Holstein. [““Has beens” 
—Editor.] 

At the present time prospects for 
future work are very bright. Owing 
largely to the untiring efforts of the 
breeders of good stock, the agri- 


cultural press, the Experiment Sta- 
tion and the College of Agriculture; 
the scrub cow is rapidly losing 
ground. In many sections of the 
State only pure breds or good grades 
are to be found. Even in communi- 
ties where but little attention has 
been paid to dairying, in the past, 
registered herds are to be found and 
the value of a good pure bred sire is 
being recognized. Yet, unfortunate- 
ly, the man to whom a cow is only a 
cow, still exists, therefore, the scrub 
cow is not threatened with immediate 
extinction. This statement is based 
upon the fact that while the herds 
under tests have averaged from three 
hundred to four hundred and fifty 
pounds of butter in a year. The 
census returns show that the yearly 
yield of the average Ohio cow is still 
less than one hundred and _ sixty 
pounds of butter. Yet is spite of 
this the more optimistic are prophesy- 
ing that ever the present century has 
rolled away the careless farmer and 
the scrub cow shall have ceased to 
exist and will live only in memory, 
as do the mound builders and the 
buffalo today. Perhaps they are 
right. Who can say?—Agricu!tural 
Student. 


2. 
oO 


SYRIA AND MESOPOTAMIA 


It is doubtful if there is a field 
in any vart of the world offering such 
brilliant prospects for the exploita- 
tion of American-made agricultural 
machinery and implements as does 
northern Syria and Mesopotamia. 
While practically all of the land is 
tillable, and, of a very fertile nature, 
in the immediate environs of the city 
of Aleppo there are great stretches of 
land now cultivated in the most prim- 
itive manner. Plowing is done with 
a yoke of oxen or buffaloes, hitched 
to a wooden plow with a straight 
point, which merely scratches the sur- 
face of the earth to a depth of four or 
five inches. The harrowing, or more 
properly dragging, is done by draw- 
ing a heavy piece of timber crossways 
over the ground. This prepares it 
very poorly for the sower, who scat- 
ters the grain broadcast by hand, af- 
ter which the ground is again dragged 
by the use of the same implement. 

Reaping is accomplished by hand 
sickling, after which the grain is 
thrashed out by stacking the straw 
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each. Then look at the work his sons are doing. 


FAIRVIEW FARMS HERD 


Is where you can secure a son of PONTIAC KORNDYKE admitted by all breeders to be THE GREATEST HOLSTEIN. 


FRIESIAN SIRE THAT EVER LIVED. Look at what his daughters are doing? Two of them with records o er 37 Ibs, 
HE {S THE GREATEST PRODUCING SIRE OF THE BR’ ED, 


THROUGH HIS SONS. Every son of Pontiac Korndyke that has daughters old enough to milk is a sire of good ones, 
We can offer you several young ones that will give you great daughters. 


HEUVELTON, N. Y. 


NEAR PRESCOTT 








in a low circular pile, and driving 
around on it an ox hitched to a flat 
sled with sharp stones driven into the 
bottom. After the straw is cut fine 
it is pitched in the air, permitting 
the wind to blow the chaff away, 
when the grain is gathered from the 
ground, always with a greater or less 
quantity of stones ond other foreign 
substances. All other crops are culti- 
vated in similarly primitive ways. 


In addition to the lands in the im- 
mediate vicinity of Alleppo there are 
vast areas in the adjacent valleys of 
the Euphrates and Tigris Rivers and 
the plains of Antioch, which have 
hardly been touched since ancient 
times because of the difficulties of 
marketing the crops. These will soon 
be removed by the German-Bagdad 
railway, now well under construction, 
which will pierce the territory men- 
tioned, and provide an easy outlet for 
the marketable products of the entire 
country. 


This will open up to cultivation all 
the lands of these river valleys, much 
more extensive than those of Upper 
Egypt, and just as fertile. Not only 
will there be great openings for the 
sale of agricultural machinery, but 
with the extensive irrigation projects 
well under construction there will be 
most attractive openings for the sale 
and installation of hydraulic rams, 
force pump, mater-wheels, iron pip- 
ing, and engine motors of various ca- 
pacities for use throughout the coun- 
try. 

Already certain English and Ger- 
man firms have established branch 
houses here supplied with the various 
kinds of machinery that will come in 
vogue with the new era, and consid- 
erable headway is being made toward 
the introduction of their machines, 
but very little attention has so far 
been paid to the conditions by Ameri- 
can firms. Two representatives of 
American houses handling certain 
lines of agricultural implements have 
called at Aleppo, and found them- 
selves well paid for their trouble; 


each succeeded in taking orders for 
consignments that, for a beginning, 
were most satisfactory. 

The machinery of American make 
for which there is a real demand con- 
sists of hand and gang plows, har- 
rows, drills, thrashers, stationary and 
traction kerosene-burning motors, 
mowers, and pumps and other irriga- 
tion machinery. As the traveling 
salesmen of European houses are fre- 
quently on the ground, and always 
accomplish results while here, it has 
been demonstrated that unless Amer- 
ican firms pursue the same methods 
the business will quickly slip into the 
hands of their European competitors, 
after which it will require the exer- 
cise of much more energy and the ex- 
pendiure of considerable more money 
to secure it. 

The opinion seems to _ prevail 
among most American exporters, as 
well as certain of the editors and 
publishers of American trade jour- 
nals, that this business can be se- 
cured simply by correspondence, but 
these theories have been disproved by 
the fact that the man on the spot 
sells his goods. Even if the Ameri- 
can salesman traveling in Europe 
could come here for a couple of weeks 
only once a year it would have a very 
good effect, as without the help there- 
of a local dealer can not hope to es- 
tablish himself as against the oppo- 
sition. 

This matter has been the subject 
of various reports from this consulate 
for a period of more than six years, 
but, unfortunately, American manu- 
facturers and exporters have almost 
invariably turned a deaf ear. It is 
hoped that hereafter more attention 
will be paid to these matters and that 
this consulate will be able to greet 
the traveling representatives of 
American firms at more frequent in- 
tervals, in which event the results 
can not but be gratifying to all con- 
cerned- Such salesmen should be con- 
versant with French, Italian, Turkish, 
or Arabic, as English is practically 


unknown here, and unless one is 
able to speak with dealers and pros- 
pective buyers in a language they un- 
derstand very little can be accom- 
plished. They should also be author- 
ized to grant terms and conditions 
to enable them to compete, and be 
given time to look over the situation 
carefully and ascertain the require- 
ments of the place and the needs of 
the people. Any assistance possible 
will be gladly given by this consulate. 
—Consular Report. 


oO 
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A HOLSTEIN-FRIESIAN DAIRY OF 


FULTON COUNTY OHIO 

A little visit to Fulton Co., 0., was 
the means of forming an acquaintance 
with Messrs. Fred N. Burr and J. 
Burr, brothers, who are enthusiastic 
dairymen of Wauseon, Ohio. These 
young men have rented the farm on 
shares from their father. There are 
140 acres of land. Two silos 12x30 
ft., and with a pit four feet below the 
level of the ground, furnish plenty of 
good ensilage at all times. The barn 
proper is 102x36 feet and has a straw 
shed built on, that is 64x36 feet, giv- 
ing plenty of room for the young 
stock and keeping the manure under 
shelter. 

At the time of my visit they were 
milking 26 cows, all Holstein-Frie- 
sians and the scales were hanging 
in sight showing that they know just 
what each cow was doing. Inquiry 
revealed the fact that the herd aver- 
aged 9,700 lbs. of milk the past year, 


‘and that eleven of these were heifers 


with their first calf, which makes 
their record remarkably good. One 
of the cows that is very attractive is 
Ethel Beets De Kol Tryphenia, 4 
registered cow that gave 12,065 Ib. 
of milk last year and made an official 
record of 514 Ib. of milk and 18.65 
lb. of butter in one week, with her 
first calf and the calf was sold for 
$200. Royal Mercedes was another 
very fine cow that made 24.68 Ib. of 
butter and 580. lb. of milk in seven 
days, and whose _ year’s record 
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c, Broth F Herd Off 5 
% rothertown Farms fier we -2. ry 
0 King Segis DeKol Netherland, born January 1, 1912 rss 

tiful individual, very straight and level, practically all white, 
%G aos Segis DeKol Korndyke, a son of King Segis and the world’s year’s record com, Pontiac oy 
a Clothilde DeKol 2d (37.21 lbs. butter in 7 days; 1,271.6 lbs. in one year.) He combines in the closest degree O 
QY the blood of King Segis, Pontia Korndyke, and Hengerveld DeKol. VW 
I Dam—Esther DeKol Netherland Paul, No. 88982. Butter 7 days 25.35; butter 30 days 100. 4 (still in OX 
test.) She is a strong, rugged cow, practically all white, a great producer throughout the entire year. 

% \ splendid dairy cow. She is a daughter of DeKol DeKol Alban, who was by DeKol 2d’s Paul De Kol. 9 
S Her dam is a 17-lb. 4-year-old daughter of an 18-lb. cow. oH 
9 The dam and sire’s dam of King Segis DeKol Netherland have records averaging: Butter 7 days 31.- 9 
oJ} 28; butter 30 days 122.1. : De 
Ya) If you are looking for a bull of this quality, adddress <t.#) (a) 
1, 

0 QUENTIN McADAM, i 


% 23 SOUTH SRTEET 


UTICA, NEW YORK Ds, 
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amounted to 20,300 lb. of milk, or 
nearly six times that of the average 
cow in the state of Ohio. 

All the cows in this dairy are large, 
clean and well fed and show the re- 
sults of careful selection and hand- 
ling. The stable is equipped with 
cement floors, drop behind the cows, 
a traveling litter carrier in the rear 
and a feed carrier in front. When 
asked what they were feeding we 
found that they buy but little feed 
except bran. ‘Twenty acres of field 
corn is put out and the fodder is 
shredded on the bern floor and fed 
early in the fall before opening the 
silo. 

The seven acres of alfalfa which, 
the past season, yielded 28 tons of 
feed, has been a great help in solving 
the feed problem. If one was looking 
for cows that give high yields there 
are certainly a number of them here. 
In a row of thirteen cows the old- 
est of which was only three years 
old, a number were giving 50 lb. of 
milk a day when fresh, and the rec- 
ord of the best one was 75 Ib. a day. 

The dairy is kept up by raising the 
heifer calves. About a dozen of 
them were on hand at the time of our 
visit. The milk is sold to the large 
condensory, except that enough is 
kept out and separated to feed the 
calves that must be raised from time 
to time. A small milk house has been 
erected for convenience in handling 
the product from the dairy until time 
for it to be taken away. 


A dairy of this kind and with good 
building and equipement is a source 
of satisfaction and pride to the own- 
ers as well as a money maker, and if 
It were possible to have more of 
them the problem of keeping the 
young men and boys interested in the 
farm and at home would not be so 
serious as it is to-day. The elder 
Mr. Burr was about the place but 
does no regular part of the work. He 
18 very much interested in the work 


that his sons are doing, however, and 
helps do many of the lighter jobs that 
continually require attention—J. F. 
Hupson, O. in OhioFarmer. 


oO. 
oO 


ASSOCIATION PRIZES FOR FAIRS 
OF 1912 


The Holstein-Friesian ‘Association, 
through its Committee on Prizes, F. 
L. Houghton, Brattelboro, Vt., Chair- 
man, has issued its schedule of prizes 
for the fairs of 1912. 

It will be noted that the present 
offerings, in addition to liberal prizes 
for exhibition of cattle, include prizes 
for dairy butter and for cheese made 
from milk of registered Holstein-Frie- 
sian herds, and for exhibits of milk 
and cream. ; tay 

The prize money offered fully cov- 
ers each regular classification, ex- 
cept champions and grand champions, 
thus affording winners of minor 
prizes as well as firsts an opportun- 
ity to profit thereby. The National 
Dairy Show is especially favored 
with an award of $750 cash. 

It is now the practice of the Hol- 
stein-Friesian Association to regu- 
larly preserve and publish complete 
lists of the names and numbers of all 
prize-winning animals, and those con- 
stituting herds or groups. This 
method adds to the permanent value 
of the prize-winning animal and like- 
wise gives prestige to the successful 
breeder and owner. Each fair Secre- 
tary is now required to file a de- 
tailed report of the awards with the 
Secretary of the Holstein-Friesian 
Association, showing these facts, and 
unregistered animals, although pure- 
bred, will hereafter have no standing 
in the show ring, nor be awarded any 
prize. The Association also furnishes 
its official list of qualified judges, 
who may be employed to place the 
awards. Forty-five fairs in twenty- 
nine states are represented in this 
test. For copy of list apply to F. S. 
Houghton, Sec’y Brattleboro, Vt. 





THE PURE BRED MALE, THE 
FORERUNNER OF PROSPERITY 


In each of the late official reports 
I have been saying a few words to 
the men milking common cows—the 
men who most need to improve the 
milking qualities of their herds by 
the use of pure bred bulls. Now, I 
desire to speak briefly to the breed- 
ers of this class of bulls. Men take 
up the breeding of pure bred stack 
for the most part for the money there 
is in it, and, incidentally for the im- 
provement of the common stock of the 
country. Most of them also get a 
vast deal of pleasure from the owner- 
ship of fine animals. To make money 
from the sales of stock, a market 
must be found for the breeders’ sur- 
plus: and that market must be found 
largely among outsiders. Confine any 
class of breeders to sales among them- 
selves, and the business as a business 
will be strangled in short order. 
Hence the need of advertising—the 
need of letting th outsider know that 
you can benefit him and yourself at 
the same time. 


When a breeder thinks of adver- 
tising his stock, he naturally thinks 
of the breed paper or papers. That 
is right for the females and for the 
more desirable part of the males; but 
for the ordinary males without strong 
advanced registry backing, the breed 
paper is not the best medium for 
publicity. Each breeder should study 
the conditions affecting himself as an 
individual and should use the local, 
the agricultural, the stock or the 
dairy papers, as may seem best. The 
pure bred male is the forerunner of 
prosperity, the missionary of success; 
and the main point is to advantage- 
ously place the males. Every male so 
placed makes of his owner a probable 
subscriber to the breed paper and a 
possible buyer of female stock; so the 
seller benefits not only himself but 
the breed. 
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SUNRISE HERD 


Pietertje Hengerveld Houwtje 76382 
an 
* granddaughters of Hengerveld De Kol. 


Ralph Corbin - - Bainbridge, N. Y. 





ALLENVAIL FARMS 


We have sold all of our bull calves old enough to ship, excepting one. 
This calf was vorn vanuary 5th, 1911, is almost entirely white, straight as a 
line, well grown and a fine individual in every way. 

He was sired by a son of the great King Segis and Jasamine Beets, a 
24.37 pound junior two-year-old daughter of Paul Beets De Kol. The dam 
of this calf is a fifteen pound two-year-old, daughter of Segis Inka’s son, 
‘(the only son of the famous Segis Inka, the founuer of the Segis family), 
and Pauline Cornucopia 23.19 pounds butter A. R. O. 

The average A: R. O. records of this calf’s dam.and two nearests grand- 
dams is 20.93 pcuds butter at the average age of three-years, three months, 
twenty days. Write tor prices and extended pedigrees. 


DUNHAM BROS, ote -t- Bainbridge, Chenango Co., New York. 


WHY NOT MAKE $200,0° A MONTH - - That's 
$50.°° a Week, almost $10.°° a Day 


Selling Victor Safes and fire-proof boxes 

to merchants, doctors, lawyers, dentists and 

well-to-do farmers, all of whom realize the need 

of a safe, but do not know how easy itistoown 

one. Sulesmen declare our proposition one of 

the best, clean-cut money-making opportuni- 

ties ever received. Without previous experi- 

ence YOU can duplicate the success of others. 

Our handsomely illustrated 2u0-page catalog 

will enable you to present the subject to cus- 

tomers in as interesting @ manner sas though 

you were piloting them through our factory. Men appointed as 

salesmen receive advice and instructions for selling safes, giving 
convineing talking points which it is impossible for a prospective customer to deny. Why 
don't YOU be the first to apply from your vicinity before someone else gets the territory? 
Wercan favor only one salesman out of each locality. 








The 25th anniversary of our 
company was celebrated by 
erecting the most modern safe 
factory in the world. Widee 
awake men who received our 
special selling inducement, 
rendered it necessary to double 
our output. We are spenaing 
many thousands of dollars en- 
larging our sales organization, 
but to learn all particulars, it 
willcost you only the price of 
&@ postal card. 


Ask for Catalogue 167. 


THE VICTOR 
SAFE & LOGK CO. 


CINCINNATI, OHIO 


Our New Home. Capacity 20.000 Safes Annually. 





Briar Hill Stock Farm 


Do you want world’s record breeding? 

One herd bull contains close up to the blood of three of the greatest 
sires of the breed, namely: De Kol 2d’s Butter Boy 3d, 106 A. R. O. daugh- 
ters, 38 over 20 lbs., 10 over 24 lbs; Hengerveld De Kol, 116 A. R. O. daugh- 
ters, 8 over 30 lbs.; Pontae Korndyke, 67 A. R. O, daughters, 14 over 25 Ilbs., 
5 over: 30 lbs., 2 over 37 lbs. His dam is a sister to the two world’s record 
COWS, Pontiae Pet, and Pontiac Clothilde De Kol 2d. Service bulls, and bull 
calves from fine bred A. R. O: dams at right prices, Write for pedgree., (t.f.) 
F. W. SCOTT. Granville, New York. 


NORWICH STOCK FARMS. 


Rouble Peck Butter Boy, Dam, Rouble Peck Pietertje 30.064 in 7 days— 
world’s record, when made,—116.830 lbs.in 30 days.—Sire’s dam, DE KOL 2nd, 
26.58 in 7 days. 

I have one or two young bull calves from dams with records from 25 
to 28 lbs, as 4-year olds, sired by the above mentioned sire. If you are in 
need of a first class bull write at once as this kind will not be on the we 
long. Ct.) 


R. C. WELLS, NORWICH, N. Y., R. D. No. 2 








Bull Calf Born Dec. 28, 1911 


Sire, King Pontiac Canary 78766 
Dam, Beryl Susie De Kol 101867 


A. R. O. at 3 years, 20.57 lbs. in 7 days. (tf) 


Maplehurst Farms, LAMB & LANGWORTHY fast Hamilton, N. Y. 











Our Guernsey friends are right: on 
the job all the time; and they are now 
giving special attention to the dis 
semination of their pure bred bulls, 
Michigan has lately organized an as. 
sociation whose membership pledged 
itself to use only pure bred males: 
the ownership of such a male being 
the only requirement for membership, 
The pure bred bull that man first 
buys is nearly sure to determine the 
choice of breed for that man, and Hol- 
stein-Friesian breeders cannot afford 
to. slight the importance of placing 
their bulls in the common herds of 
the country. The cost of advertising 
may not in many instances leave much 
profit at the start; but the possibilj- 
ties of the trade are immense. Our 
breeders should encourage in every 
way the formation of associations like 
that in Michigan, and should never 
forget that the improvement of the 
pro ‘uctive ca’ acity. of the dairy herds 
of the country is the real reason for 
our existence as an association. 


M. H. GARDINER, Supt. A. R, 


o- 
‘oO 


“Have you,” inquired the city visi- 
tor, “a moss covered bucket about the 
place?” 

“No sir,” answered the farmer, 
“All our utensils are sterilized and 
strictly sanitary.”—Ex. 





” 


oa. 
oO 


IF YOU RECEIVE A SAMPLE COPY OF 
THIS PAPER, IT IS AN INVITATION TO 
SUBSCRIBE. 





. 





FOR SALE at BROOK FARM HERD 


young bull born Nov. 14, 1911 

Sire, Duchess Ormsby Butter King 

30190—42 A. R. O. daughters, 14 Proven 

sons, one of the best bred and produc. 

ing bulls. 

Dam, Susie Cornucopia 17.25 lbs but- 

ter 537..7 lbs milk in 7 days. a daugh- 

ter of Aaggie Cornucopia Johanna Lad 
For price and pedigree write (tf) 

Cc. H. Bates Morris Plains N, J. 





ANDERSON HILL FARM 


offers for sale a bull calf born March 
25, 1911 sired by Sir Piebe Aaaggie 
Hengerveld 32492 and out of Snow 
Flake Philomel 112213. He is an un- 
usually -large calf and is a duplicate 
of his sire in markings and conforma- 
tion. See sire’s picture in March 23d 
issue of this paper. (9) ° 
Ss. G. ANDERSON, Hutchinson, Minn. 





TWO YEARLING HEIFERS. 


These heifers are not bred. 

One is from a cow that gave nearly 
14,000 lbs. of milk last vear. The other 
is from a two-year-old heifer that 
will make a good showing. 

First check for $225 gets the pair. 


W. H. HORSTMANN, 
R. 2, Schenectady, N. Y: 





THE STANLEY ENGRAVING CO. 


Photo-Engravers Zine Etchers, 
Designers. 


Half tones, 3x4, at the low price of 
$1.50. Cuts that will run. Reference, 
this paper. Satisfaction guaranteed. 
Library Bldg., Tioga St. Ithaca, N. 
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UPON WORTH 
om. LET THIS REMIND YOU 


Return this wages ~ nae — REMEMBER WHAT? 
an 


yo ameran ee ene st | FIFTH SEMI-ANNUAL SALE 


January 1, 1913, : 
cents.) This gives you 70 cents 


worth of the Best Poultry Journal Lake Mills Holstein Breeders Consignment Sale Ce. 
Published for only 35 cents. Ameri- ; 





can Hen Magazine has reliable writers OFFERING. 
i subjects pertaining to poultry, 60 young daughters of famous sires; 
on all s ‘ + italia” 60 heavy producing cows, with A. R. O.. Breeding; 
fruit, pigeons, nuts and bees. oo 25 heifer calves, fashionably bred; 
tains valuable information on how 15 extra fine young bulls, best of breeding. 


others have made from $6,000 to 20,000 REMEMBER WHERE? 
a yeir from the investment of only a 


few dollars. . LAKE MILLS WISCONSIN. 


Joel M. Foster, a) young man, made AT THE COMPANY’S SALE BARN 
$19,484.83 in one year, The Curtis ” 


poys made $100,000 from their chick- REMEMBER WHEN? 

ens. Mr. Parrin made over $1300 on 

a village lot. The Cornings (father MAY, 1 and 2, 1912. 
and son) made $12,000. One man made 

over $35,000 in two years. Ernest Kel- REMEMBER WHY? 


” > Every animal is a choice individual. 
lerstrass made $18,178.53 last year. =. No females with lost quarters. 
R. Philo made $1500 from 60 hens in No non breeders. No shy breeders. 
10 months No old worn out cows, or bulls fit for the bleek. 
tune each year. Are you? Remember, ? 
you can make an independent living C. R. Montague, Lake Mills.Wis., Gen’l Mgr. 
from chickens on a city lot, right in E. M. Hastings, Lacona, N. Y., Sales Mgr. / 
your own back yard. Read,“A Fortune ‘ | 
Raising Chickens on the No-Yard Catalogs sent on request 








Plan” in:-American s.en Magazine. 
Return this coupon and thirty-five | 
(35) cents to-day. <A single copy is 


* . i 
vata tay ora wne wanes Lhe HLF. Jones Dispersion Sale | 


make money fast. (Published each 


Oa a MAGAZINE Hebron, Iil., May 4; 1912 


797 Sta. D. Chicago, Ill, U. S. A . 


ina 7 A Closing Out Sale 


HOLSTEIN ADVERTISING : 
100 --- Registered, Tuberculin-tested Holsteins --- 100 | 


















eCIRCULARS- 


~ PEDIOREES 
CReTOCRATS The best way to get high-record cows is to buy them before they are 


- CATALOGS 
tested. The cattle in this sale are of record quality—but not yet officially 
tested. The herd has been Geveloped for the special purpose of securing max- 


. imum milk production, and its:'members are heavy producers, typical in build, 
. well bred, and in short, cows that are bound to make large records when 
, tested and that will prove a valuable addition to ahy herd. Among the offer- 


ings are granddaughters of:—Hengerveld De Kol, Paul Beets De Kol, Lord 
LACONA NY Netherland De Kol, Ley price a Eee ata ao ten only two 37-lb. { 
Buying or sellin ou ma cows of the breed are granddaughters of eHngerve e Kol. In this sale will | 
our help in losntine oatthe pg Med be a son of this greatest of all sires,—the finely bred bull, Pontiac Hercules. | 
{ 





| ; 
customers, A dozen years’ ex with some of his daughters. 
enables us, with our do tevtnte Gadi Messrs. J. H. & F. N. Turner will be represented in this sale by consign- 
ment, to give you the first hand in- ments of first-class cattle. . 
- formation not to be found elsewhere; 


and also, to handle in ‘the most ac- Sale to Be Held at Hebron, Il, May 7; 1912 


ceptable manner, livestock, advertis- 





h ing, pedigree and tal © i 

Mm management of public “seis, °"2 Auctioneers, Kelly and Haeger. Sale Manager, E. M. Hastings 
x a INGS, Holstein Advertising, ° S 

; Lacona, N. Y. H. F. JONES, Hebron, Illinois 

: Hebron’ Tower, en St. Paul R. R. Autos at trains. 


Riverside Stock Farm 
‘i Offers bull born April 5th, 1911, FRONTENAC HERD King Segis De Kol Wayne, No. 91845, 


am and sire’s dam average 28.78 lbs. 
Fine individual. Write for Pedigree I offer for sale three (3) daughters A son of Sir Hengerveld Segis 46771, 




















i 
and price. of Pontiac Korndyke (2 A. Ri O.) and out of a 23.62- b. cow. the records of | 
. , . : two («) grandsons. e ree cows s dam, granddam an our nearest 
-- A. W. BROWN & SONS have been bred to a grandson of Rag dams of his sire, average, for the aix, 
y Apple KorndykKe. ‘ s. each, so some very nice 
- West ‘Wintel, N.Y; Mor price and particulars of breed- bull calves. (t.f.) 
ir ing and records, (2) 
q W. B. DODDS & SON, North Hero, Vt. 
2 <A. NT, O N. Y¥. 
10 Head of' Females 10 © A: ROSEGRANT, Ogdenbursg, ? 
Y. 
Varying in age from 2 to 6 
we In years. 
we at pe tt _fe seecienge YOUR SUCORSS ANS Woodcrest Farm Holstien-Friesians 
). Paul lie ag ME p nom shcgg ll am Comme. 3 your nese a, yon. he 5 
’ ntiae orndyke buy, why not ge one o e est? . : 
pw daughter of Lilith Pauline De 1 have the‘sale of some high class we... bey ta] Bee cobves Sex. Le Sand tie 
’ freshen oo Seven of these, due to bulls good enough for foundation pur- 22nd’s Son, from yearly tested dams. Write for | 
aaen Shee a are bred to Count Pon- poses and low enough in price to in- pedigrees and prices. All females are being re. 
of butter june ee ayy las terest the economical purchaser. tf. tgined for our first annual sale, May 29th, 1912. 
days, and 122.6: A ; s. Jn 
e, ’ 2.63 
oj lbs. in 30 days, (t.f.) E. M. HASTINGS, LACONA, N. Y. A. S. CHASE Mgr, Riften N. Y. 


i 
j 
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Ww . 
Y. ATKINS BROS., Camden, New York. Holstein-Friesian Sales Agénacy. 





HOLSTEIN-FRIESIAN WORLD 


WESTERN EDITION 
A Bi-weekly Journal for the Holstein- 
Friesian Breeder, the Dairyman 
and General Farmer. 

Entered as second class mail matter 

bruary 12, 1912, at the postoffice at 
Madison, Wisconsin, under the Act of 
March 3, 1879. 

Published in connection with our 
Eastern, Bi-weekly Edition, entered at 
the Ithaca (N. Y.) Postoffice as second 
class mail matter, making the only 
weekly paper in the world devoted ex- 
clusively to the Black and Whites. 

Issued on alternate Saturdays from 
Madison, Wis. and Ithaca, N. Y. 

I. S. Brown, B. S. A., Editor Western 
Edition, Keyes Block, Madison, Wis. 

Cc. G. Brown, B. S., B. S. A., Publisher 
and Editor Eastern Edition, Ithaca, 
New York. 

Assisted by a corps of able contribu- 
tors. 

Subscription price, 
year in advance. 

This entitles the subscriber to_re- 
ceive both Western and Eastern Edi- 
tion. 

Personal checks will be accepted 
for sums not less than $1.00. 

Payments of less than One Dollar 
may be made in one-cent or two-cent 

ostage stamps. 

‘ The. date fpliowing the address on 
the wrapper of- each paper indicates 
the time to. which subscription is paid. 

When a subscriber wishes his sub- 
scription discontinued he should notify 
his nearest office. 

Offices of publication, Madison, Wis., 

haca, N. Y. ‘ 
“tonne cuts of meritorious Hol- 
stein-Friesian animals, when furnished, 
will be published free of charge. 

If Photographs are oad cuts will be 

for at cost price. 
on atier for P publication must 
reach the editor by Tuesday of the 
week of tears to insure appear- 
in current issue. 
an dvertising rates sent on applica- 


One Dollar per 


tion. 
Address your nearest office of pub- 


lication. 


Editortals 














“At the Head Here is a bit of news 


that will interest Hol- 
stein-Friesian men in 
general. It comes (we were about to 
say naturally enough) from the Jersey 
Bulletin. The April 3, 1912 issue of 
this periodical contains letters of 
‘ controversy over the St. Louis Dairy 
Cow Demonstration and also over the 


of the List’ 


results of the Wisconsin Dairy Cow- 


Competition. » The Holstein-Friesians 
are represented by Mr. Weymouth 
and the Jerseys by Mr. Griffiths. Their 
letters are interpersed with comment 
by the editors to whom the credit is 
due for this “gem :” 


“The reference to the standing. of 
the Jerseys in the Wisconsin Compe- 
tition is no doubt interesting, but un- 
fortunately Mr. Weymouth neglected 
to state that it was a Jersey cow 
(Klondyke Pedro’s Pet) that stood at 
the head of the list of the 500 cows of 
all breeds, Jerseys, Guernseys and 
Holsteins, in that test, and carried 
off the honors for economical produc- 
tion, making a net profit of $130. Her 
picture appears elsewhere in this is- 
sue, and further details regarding her 
test were given in The Jersey Bulle- 
tin of February 21st, page 281. Evi- 
dently Mr. Weymouth’s “figures” need 
considerable revision.” 

As the editors say, the picture of 
Klondyke Pedro’s Pet does appear 
elsewhere in the paper and under it 
we again read that this cow “stands 
at the head of the list of the 500 
cows of all breeds competing, for eco- 
nomical production, with a net profit 
of $130, and only common farm care.” 
Now is the statement that this cow 
“stood at the head of the list,” a pure 
bred Jersey lie made out of whole 
cloth or are they so amazingly ignor- 
ant of the facts? The statement that 
this cow made $130.00 net profit is 
approximately true the actual amount 
being $129.90, but that she stood at 
the head of the list is absolutely 
false. How it happens that the edi- 
tors can know so well the net profit 
made by their Jersey and yet be so 
grossly in error as to her position re- 
lative to the other cows is a real 
conundrum. However, we will pro- 
ceed to eplighten them as to her 
standing. 

Introductory to this illucidation, we 
wish to say that this great Competi- 
tion was under the supervision’ of 
Prof. F. W. Woll of the University 
of Wisconsin and the complete records 
of the results are in the possession of 
the University; furthermore, that we, 
the Editors, Holstein-Friesian World, 
in order to show up the falsity of the 
claim under consideration, have been 
given full access to these records. Ac- 
companying our remarks, therefore, 
is a table giving the standing of the 
leading cows as they appear in these 
records. A little explanation may 
help in better understanding the fig- 
ures in the table. 

The yearly tests were semi-official 
and were conducted on exactly the 
same plan as that in use by the 


Holstein-Friesian Association for 
semi-official yearly tests. In order 
not to place young animals at a handi- 
cap in the award of prizes, the re. 
cords of production of butter fat actu- 
ally made by the cows under five 
years old were increased as follows: 
records made by cows under 2% years 
at the beginning of the yearly test 
were increased by 30%; for cows 2% 
to 3 years by 24%; 3 to 3% years by 
18%: 3% to 4 years by 15%; 4 to 4% 
years by 8% and 4% to 5 years by 
5%. The production thus credited to 
each cow was considered in awarding 
the prizes for both monthly and yearly 
records, 

Following are the cash prize awards 
given on the credit records of indi- 
vidual cows. The amount of fat given 
in each case is the credit record: 

First.—$300, Queen Juliana Dirkje, 
890.683-lbs. Owner, John D. Hetts, 

Second.—$200, Caroline Paul Par- 
thena, 888.157-lbs. Owner, R. J, 
Schaefer. , 

Third.—$100, Bessie (grade Guern- 
sey) 777.945-lbs. Wwner, R. W. 
Rowlands. 

Fourth.—$50, Rigtje Piebe De Kol, 
732.307-Ibs. Owner, H. P. Giddings, 

Fifth.—$50, Jerry (grade Guern- 
sey,) 729.871-lbs. Owner, A. N, 
Schmit. 

Sixth.—$50, Piebe White, 727.013- 
Ibs. Owner, R. J. Schaefer. 

Seventh.—$50, Dinah Johanna Ab- 
bekerk, * 703.305-lbs. Owner, B. F. 
Winckler. 

You will notice that the name of 
Klondyke Pedro’s Pet does not appear 
in the above list. How does that hap- 
pen? Following is the awards for 
the highest records of production of 
butter fat by ten cows in one herd for 
the year. 

First.—$500, 
Erickson. ; 

Second.—$300. H.-F. cows, John 
Hetts. 

Third.—$200, 
vale Farms. 

Fourth.—$100, H.-F. cows, Tomp- 
kins Wright. 

Fifth.—$50, H.-F. cows, John G. 
Voss. 

Sixth.— $50, 
Rowlands. 

Seventh.—$50, H.-F. cows, H. P. 
Giddings. 

Eighth.—$50, Guernseys, Wm. M. 
Jones. 


H.-F. cows, John 


Gurenseys, Helen- 


Guernseys, R. W. 


Production of Cows in Yearly Test. 


Age 
yr. mos. 


9. 11 


Klondyke Pedro’s Pet 
Queen Juliana Dirkje 
Carokine Paul Parthenea 
Jerry, grade Guernsey 


Trays “ Pro’ uction 
in 
milk 
323 
10 +365 
0 365 
8 360 


solids 
1,285.7 
2,403.0 


2,800.7 
2,146.0 


milk 


8,111.2 
18,273 .2 
21,972.9 
15,744.1 


fat 


516.595 
774.507 
888.157 
729.871 


Cr. for 
fat 


516.595 
890.683 
888.157 
729.871 


Value of Net 


feed 


$27.73 
99.83 
129.40 
99.20 


products 


$157.63 
246.10 
283 .84 
229.55 


rrofit 


$129.90 
146.27 
154.44 
130.35 
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A. A. HARTSHORN, Prop. 





Hamilton Stock Farms Still in the Lead 


King Colantha Clothilde, No. 60403, averrge records of dam and sire’s dam, 33.30 Ibs. of butter 
for 7 dys. and 133.914 Ibs. for 30 dys. ; 
Sire, Colantha Johanaa Lad, son Colantha 4th’s Jonanna, record 35.22 Ibs. butter for 7 dys. 
Dam, Abby Hartog Clothilde, record 31.39 Ibs. for 7 dys. 
Abby Hartog Clothilde is the only 31-lb. cow that has produced a 30-lb. Junior 4 year-old and 
a 26 lb. Senior 3 year-old daughter. 
A few more bulls, nearly ready for service from dams of the Hamilton Stock Farm’s quality. (t f) 


HAMILTON STOCK FARMS, HAMILTON, N. Y. 
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I. U. SCOTT, Mgr. 





The Competition lasted twenty- 
four complete months, Nov. 1, 1909 
to Oct. 31, 1911. During each month 
a prize of $25 was awarded by 
Hoard’s Dairyman for the cow stand- 
ing highest. Twenty of the prizes 
were won by Holstein-Friesian cows, 
three by Gurenseys and one by a 
Jersey and that Jersey was Miss Mar- 
cisse. Where was Klondyke Pedro’s 
Pet, “that stood at the head of the 
list?” 

We suggest that it would be wise 
for the Jersey Bulletin to “put the 
soft-peddle on that sort of talk.” It 
is needless to say that such claims do 
not help the Jersey breed. We also 
suggest that the-Jersey Bulletin re- 
cant. 


oO 
0 


NEW ADVERTISEMENTS 
Absolute Dispersion Sale—the 
greatest herd of Holstein-Friesian 
cattle ever dispersed at public auction. 
The great sire, Karel Korndyke and 
26 of his daughters are included, a 





32-lb. daughter of Johanna Aaggie - 
2d’s Lad and others of like quality. - 
The time is April 25th at 10 A. M.,- 


State Fair Grounds, Syracuse, N. Y. 

Three-hundred head. Here is where 
you can buy a herd sire, a high re- 
cord female or a car load of the age 
and quality you wish. All stock over 
six monts is tuberculin tested. This 
is R. E. Haeger’s Seventh Annual 
Sale of Registered Animals at AI- 
gonquin, Ill,, May 14-16. Catalogues 
read May Ist. 

Closing Out Sale of 100 head, tu- 
berculin tested Holstein-Friesians. 
This is a rare opportunity as these 
animals are of the best blood of the 
breed yet have not been officially 


‘tested. To get these animals attend 


the H. F. Jones Dispersion Sale, 
Hebron, IIl., May 7, 1912. , 
Remember that May Ist. and 2nd. 
you are to be at Lake Mills. Sixty 
heavy-producing A. R. O. cows, sixty 
young daughters, ete. Every animal 


is a top-notcher. The auction will be 
held at the Company’s Sale Barn, 
Lake Mills, Wisconsin, Write for a 
catalog. 


An exceedingly well-grown bull: 


calf, one year old. Sire is Sir Piebe 
Aaggie Hengerveld 32492, whose 
picture appeared in the World of 
March 23d. Note the quality ex- 
pressed in the sire’s name. Dam, 
Snow Flake Philomel. Write S. G. 
Anderson, Anderson Hill Farm, at 
Hutchinsin, Minnesota for price. 

Bull calf five months old born at 
Brook Farm Herd. Sire, Duchess 
Ormsby Butter King, 42 A. R. O. 
daughters, 14 proven sons. Dam, 
Susie Cornucopia over 17-lbs. butter. 
Write C. H. Bates, Morris, N. J. 
for »ebigree and price. 

Out of a 25-lb. dam, sired by Ad- 
miral Walker Pietertje and ready for 
service. Has two 31-lb. sisters. He 
is seven-eights white. For pedigree 
and price write R. E. Chapin & Son, 
Bonalevo Farm, Batavia, N. Y. 

Wisconsin Breeders’ 3d Annual 
Consignment Sale. 150 head of reg- 
istered animals of exceeding quality 
eight semi-official yearly record cows 
averaging over 680-lbs. butter. Bull 
calves from 26 to 31 pound: dams. 
Read the advertisement and learn of 
the many.other exceptional offerings. 
The sale will be held at Watertown, 
Wis., May 21 and 22, 1912. Write for 
a catalog. 

Three by four half-tones at 
$1.50 made by the Stanley Engrav- 
ing Co., Library Bldg., Tioga St., 
Ithaca, N. Y. This is where the fine 
quality cuts used by the Holstein- 
Friesian World are made. See ad- 
vertisement in this issue. 


For $100. If you want a herd bull 
cheap buy th‘s calf and raise him. 
He is from a 22 pound dam and 
sired by Pontiac Jewel Butter Boy, 
out of a 25 pound dam. His name is 
Butter Boy Johanna Korndyke, more 





white than black. Send the check to 
E. E. Poole, Meadow Brook Herd, 
Lincklaen Center, N. Y. 


oO. 


Decoration Day Sale, A. R. O. 
quality exclusively, nothing but fe- 
males and without blemish. Examine 
the long list of noted sires of the 
female stock to be sold at this sale. 
The Sale is May 30th at Idle Hour 
Place Stock Farm, Geneva, Ohio. 
Write for catalog. 


HOLSTEIN-FRIESIAN MILK AND 
BUTTER FAT TESTS 


The following is a list of official 
Holstein-Friesian tests being con- 
ducted under the supervision of the 
Wisconsin Experiment Station with 
name of supervisor in charge. 

J. W. Bilkey—C. C. Fries & Son, 
Richland Center. 

R. B. Billings—Geo. J. Schuster, 
Mukwonago. 

Royal Klofanda—Kaye & Murphy, 
Walworth. 

J. M. Kroll—s. B. Jones & Son. 
Watertown. 

Andrew Leitzke—R. C. Luedke, 
Juneau. 

E. F. Messner—John Erickson, 
Waupaca. 

L. F.' Murphy—Stephenson Farm, 
Kenosha. 

Clarence Onsrud—Pabst Farm, 
Oconomowoc. 

W. G. Reynolds—Watson & Will, 
Menominee Falls. 

Lee M. Roderick—C. M. Davis, 
Corliss. 

L. V. Sullivan—Ed. M. Schultz, 
Hartford. 

H. J. Ulrich—Julius Rust, West 
Allis. 

F. R. Weymouth—Geo. H. Comings 
Hartford. 








F. W. Woui 


Qian 
Vv 





Why not get a new subseriber for 
the World and have your subscription 
advanced four months? 
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Official Records of Molstein=friestan Cows 
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gE. 2 4 Bs “ 
NAME OF COW AND OWNER. e 2 g 2 20 af be $ & 
an. 8° © = <° fa 
——————: 
SENIOR THREE-YEAR CLASS. 
(Continued. ) 
ie Grace Bervl Wayne 86811, John Arfmann....... - 6 911 7 7 564.3 4.55 25.698 
Aaggie Grace Beryl Wayne 86811, John Arfmann 
i i bn H. Bowmell.......s0000 ;:ITM 7 587.5 4.22 24.816 
Sweet Friend Aaggie 77773, John 6 715 16 380 2508.2 3.66 98.872 
i W. D. Robens........ 51013 46 7 637. ‘ 23.309 
Daisy Veeman Hengerveld 89652, | 51018 28 30 2666.9 3.65 97.307 
: 102912, Newberry State 
~ gr eae tinaanii re Ranta ieee lox ae ae: 656.5 3.47 22.751 
seal nails 722 -2 2 oe 3.44 90.376 
eee ee sit 7 546. 4.10 22.486 
Florence Veeman Wayne 97763, W 519°.6 380 2206. 1 4.17 91.959 
. 6 11 8 7 432. ol 22.351 
Gelsche Clyde 71080, John Arfmann....... poe sececeees 8 
~ SR ede iewss Se ae 7 572.2 3.88 22.228 
a a a > 5 19 6 30 2346.8 3.81 89.415 
: : i i 57.6 97 22.157 
1 Lyons of Riverside 98847, Van Camp Packing Co. 5 9 3 = 15 7 
oe ammereed De Kol 73667, Geo. C. Cole Sedat idee 8 9 _- 4 : —: eo pot 
’ ee ; : : 
Clothilde 7th’s Queen 4th 107564, John Arfma 5 39 8 14 1175.6 3.44 40.479 
i RS ih ib ee eee her an esd 6 725 14 q 532.3 .89 0.683 
Previous 2nd 76899, J. W. Dimick..... -—) oa 2188.7 3.88 8485 
wtje 74600, Van Camp Packing Co.......... 7015 10 7 51. 
scam De Kol Netherland 76524, John Arfmann...... 72 2 15 7 539.0 se pets 
Jemima Akpe Echo 67922, H. T. Fuller..............4:. 8 316 8 ; roy re ge a 
Netherland De Kol Elliston 87453, C. S. Gay............ 6 323 18 = 7. an 
Zerma Pietertje Beets 91934, John Adfmann.......... 5 2 10 : : ; Lege oy sae 
Gelschecola Clyde 88196, W. S. Moscrip................ 6 0 16 con a v1 19.498 
Susie ve Kol Lilith Pauline 76366, P. J. Salley.......... 61111 42 7 ge ie ig 
nan Sue Piece CL eens 5929 il 7 451.6 4.24 19.131 
Brookside Jessie Fo es ’ . ° A@NKS. wc cecccccccece . . ° 
: i sie 7 916 19 if 704.4 2.69 18.973 
Lady Aaggie Pauline De Kol 3rd 75537, E. E. Cady.... 19 16 7 570.3 328 18.690 
inaw De Kol Clothilde 88868, Van Camp Packing Co.. 51 : . . 
Snell ihenneunin Korndyke 86599, C. H. Bates...... 6 328 19 7 582.4 3.20 Ye 
Aaggie Colanthus Piebe De Kol 71679, Fred Pabst....... - tu 2 7 435.4 eo 18.498 
Fenna De Kol 64471, D. S. JoneS..........cceccccsoees 9 (220 37 7 ss Hie 19 308 
Pet Pietertje 72499, J. R. Frost..........0.0eeeeeeees 7926 22 7 587. 
Linde Queen De Kol 72885, 6. C. Brill................ 8114 38 7 432.1 4.15 17.911 
ie Pi je 91394, Est. W. D. 
ps toon aaetee ee es a 214 8 » 479.2 3.71 17.769 
Nancy Echo De Kol 73815, Robt Coveney.............-. 7 129 7 7 pote .2 a 
Segis Grace Korndyke 125007, F. L. Smith........ pcaae 5 7 9 2 7 ‘ ee 17 aa 
' May Pietertje Mechthilde e eo Harry Myers.... ; : rr 7 : me a 3°31 17.082 
j Orphelia 103087, D. D. Aitken............... . . . 
Dichter Alemena De Kol 2nd 96166, O. J. Godfrey &Co.. 5 63 14 7 463.6 3.68 17.060 
Monk Fytje 8rd 83250, Jones & Loomis..............+-- ‘7a %.7 poe fp a6 Bis 
Arcady Beets Nannetteson 97883, E. E. Cady.......... 5 017 11 7 ‘ eu 16 459 
Ybma De Kol Mechthilde 75184, kK. W. Slaughter A ae ae 7 3°26 9 q. 452.9 er 16.299 
Wietske Pietertje Leila 89734, Van Camp Packing Co..... 51124 6 7 ro ; en 16.123 
Pontiac Wayne 88793, C. H; Bates...... ate eeccereeees 5.5.29. 12 7 = a 16.074 
Mousie Korndyke De Kol 122103, E. E. Risley.......... 58 4 =~. «8 7 =. a 16047 
Aaggie Butter Girl Felicia ete OA OAS cco : 2 red : ;: — eo a 
ine Vale 73355, John Walsh...... isda eee e eee ees . . : 
Ta mere Clothilde De Kol 88428, R. K. Haeger........ 9 810 15 7 445.3 4 4 6 
Beryl Wayne De Kol Pauline 113061, Homer Collins...... 6910 50 7 a : = 15360 
Inka Ramona De Kol 77969, Ben Berg...........+++++-: 7 224 19 7 ‘ He 15 381 
Colantha Tritomia Blossom 76464, Hans Hansen......... ¢ 222 17 7 a's 353 15.316 
White Bird Getsthere 65433, W. B. Barney & Sons...... S 8°22 4 if Per * Ba 15. 048 
Brookside Norma Pauline 85858, Van Camp Packing Co.. : ; by 7 poe 283 14.976 
Shadeland Florence 84203, Fred Pabst.................. oo oe ans 2.73 28. aa 
r 55.3 : . 
ine Korndyke 78564, Robt Coveney....... re 6 8 19 44 7 3 "742 
een pine Colantha Posch 88387, F. S. Stimson.... 5 1 19 7 7 2 ie i. | 
Countess Pietertje Rauwerd 82284, F. H. White.......... ss 2 F pe a 14.657 
Coltntha Fobes Tritomia 80505, Hans Hansen.......... ; 611 8 -26 : as 388 14.599 
Johanna Dijkstra 2nd 89304, L. W. Pratt............... 510 7 11 > ye 2°96 14.169 
Molly Jane Mercedes 74897, R. E. Haeger.............. 7 9 16 8 pg 3°30 14.077 
Florice Soldene De Kol 83435, Nelson F. Hopper........ 6 7 7 80 7 pgs 3°67 13.933 
Pietertje Colanthus De Kol 96940, Hans Hansen........ 60 7 @ 7 : 2°99 13.816 
wueen Beatrice De Kol Amber 91901, Frank Fear & Son.. 5 9 38 48 7 poe ; a 13.785 
Clorinda De Kol Artis 78057, A. W. Haeger............ 722 2 7 . . 
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ie Wayne Jewel Belle 94039, D. P. Honeywell........ 5 619 25 7 431.6 8.19 13.762 
sake Beets Cornucopia 91339, R. B. Haeger............ 5 @ 3 6 . j 408.6 8.34 13.646 
Buckeye Clothilde 3rd’s De Kol 77889, W. S. Philips.... t Tay 7 455.4 3.00 13.642 
Plymouth Lady De Kol 65305, D. S. Jones............. > 98 413°-®% 7 432.2 3.15 13.623 
Pauline De Kol Beryl Wayne 85667, W. B. Barney & Son. t EG At 7 423.9 3.07 13.033 
Lady Ykema Wayne De Kol 98351, Est. W. D. Sargent.. 6 0 2 24 7 425.4 3.06 13.004 
Waupun Belle 70953, D. a, - ioe ateeeeirer 8 518 40 7 379.0 3.32 12.571 
Helen Kirkendall 94987, D. P. Honeywell.............. § &27 2 7 393.8 3.12 12.268 
Gretchen Wayne 82320, W. B. Barney Gr BONG. onc nex 6 420 56 7 388.6 3.138 12.268 
Blanche Roe 89693, W. S. Philips.................000- 5 623 60 7 350.3 3.43 12.010 
SENIOR FOUR-YEAR CLASS 
Bloomingdale Hengerveld Model 100745, A. A. Cortel- 
YOU viteceeecceecceveces Be cas Hayes ais o wi detectere wales 49 0 381 7 558.3 4.34 24.206 
49 0 10 30 2326.0 4.18 97.254 
Maartje Colantha Johanna 94489, E. C. Brill............ 410 8 24 7 496.7 4.73 23.512 
‘ 410 8 18 30 2067.1 4.70 97.063 
Queen Veeman Wayne 99280, W. D. Robens............ 4°11 24 8 7 522.6 4.48 23.413 
411 24 6 30 2295.5 4.14 84.922 
Hengerveld Homestead 101305, John Arfmann.......... 41111 38 7 651.6 3.34 21.794 
41111 14 30 2773.9 3.12 86.545 
Pleasant Hill Nellie Veeman Duchess 100927, W. D. 
A alc isin pdt ein Wh ne tna wg seat ea ale aaa 4.816 10 7 540.2 4.02 21.709 
4°816 10 30 2300.8 3.72 ' 85.630 
Prescott Mercedes Julip 2nd 101878, Stevens Bros. Co.. 4 9 8 19 7 469.1 4.17 19.552 
Finderne Twisk Butter Girl 102014, A. A. Cortelyou.... 49 6 20 7 503.6 3.84 19.340 
49 6 11 30 2070.7 3.78 78.217 | 
Clover Hill Soldene 98125, W. D. Robens.:............ 41124 19 7 551.7 3.49 19.254 | 
411 24 6 30 2250.6 3.54 79.765 | 
Pleasant Hill Moily Veeman 2nd 128155, W. D. Robens.. 411 4 7 7 412.9 4.35 17.973 
Blanche Pietertje Netherland 2nd 102003, Fred-N. Wat- \ 
rb ep etnies randane te raiael 4924 12 7 489.5 3.62 17.733 | 
Bracelet Alta Posch Pietertje 93999, A. C. Mills........ 41023 15 7 553.1 3.04 16.829 
Beryl Wayne De Kol Pauline 2nd 130686, Homer Collins. 4 713 10 7 528.2 3.12 16.484 
Hillside Alexander Colantha 94822, D. P. Honeywell.... 4 920 10 7 492.6 8.19 15.711 
Pontiac Pride 95974, Pontiac State Hospital............ 4 920 39 7 412.3 3.73 15.366 
Skylark Ormsby Hengerveld 91572, W. S. Moscrip....... 4-31°26 13 7 448 .2 3.36 15.077 
Julia Ann De Kol 101455, J. E. Watson................ 4 822 29 7 352.0 3.98 14.011 H 
Anna Terry of Marydale 104735, Grant B. Low........ 4 818 20 7 419.0 3.28 13.755 | 
Queen Gretqui Lutske 139406, lowana Farms.......... 4 822 10 7 405.5 3.30 13.379 | 
Daisy Mercedes Johanna 2nd 95522, W. S. Moscrip..... 41025 18 7 427.0 3.12 13.335 
Phoebe Veeman 4th’s Beryl 94602, W. B. Barney & Sons. 4 8 4. .36 yj 369.5 3.59 13.270 | 
K. P. Princess 103177, Flock Brewing Co.............. 47%) G4 a 385.9 3.42 13.197 
Aurora Rosmunda 105660, John Walsh................ 4 622 16 7 362.1 3.53 12.769 
Dyanza Gerben Carlotta 100428, C. Graham.......... 410 7. 10 7 387.9 3.12 12.117 
Tie ee TERI e, Univ. Of Bieber. 2... 5 cc cccctcccccveccens 4 625 19 7 356.0 3.33 11.859 | 
Queen Rebe Mmechthilde 93501, F. C. Biggs............ 410 5 16 7 368.9 3.28 11.853 
Finderne De Kol Mutual Princess 102018, A. J. Pierpont. 4 617 30 7 330.8 3.47 11.478 
JUNIOR FOUR-YEAR CLASS . 
Dilly Prilly 103642, Stevens Bros. Co............eee00% 4 313 19 7 465.4 4.72 21.980 
Lilith Queen Pauline 110568, F. S. Stimson............ 4 0 3 6 7 442.8 4.87 21.547 
ia & @ 1976.4 3.85 76.162 
Happy home Vera Ormsby 111150, W. S. Moscrip...... 4 020 10 7 541.4 3.84 20.807 
4 020 10 30 2360.1 3.54 83.578 
Edris Alewin 2nd 111251, Van camp Packing Co........ 402 18 7 495.9 4.05 20.106 
Yankee Mary Korndyke 101922, James Phelan.......... 4 4 22 7 7 457.4 4.20 19.193 
Longfield Wayne we Kol 107469, John H. Bonnell........ & 3s. a... 923.9 3.56 32.852 
Blooming Hengerveld Elzevere 100748, Q. McAdam.... 4124 19 7 459.0 4.00 18.382 
Gem Hengerveld Mollie 108726, E. E. Risley............ 449 9 7 427.2 4.20 17.961 
Lotta Parana 2nd 108736, W. D. Robens.............. 4 110 6 7 474.6 3.77 17.896 
Glista Francesca 103093, Cornell University............ 4215 . 6 7 413.8 4.31 17.797 : 
Meadowbrook Hengerveld Aaagie 1109438, Leon J. Drew.. 4213 29 7 522.7 3.36 17.579 
Ridgefield Dodo 100131, John Arfmann................ 4 223 24 7 445.9 3.92 17.498 | 
Elmwood Daisy 10691, C. M. DavisS...........cceeeeees 4-02 12 7 423.9 4.11 17.438 
Fairmont Lottie of Orange 103708, M. E. Dunnning.... 4 Ss aes 441.5 3.86 17.040 
Prairie View De Kol Belle 109817, Van Camp Packing Co. 4 1 6 13 7 544.4 3.11 16.910 
Lady Marie Von Count 104520, D. J. DeHoogh.......... 4 313 382 7 473.1 3.57 16.892 
Bloomingdale Hengerveld Paulett-100744, A. A. Cortelyou 4 0 5 12 7 393.8 4.20 16.523 
Mechthilde of Delafield 108539, Fred Pabst............ 4 3 23 7 7 415.2 3.86 16.009 
Korndyke Wayne De Kol 8rd 107559, Flock Brewing Co.. 442 2 7 481.7 3.30 15.917 
Albrice Marikje 2nd 110386, O. J. Godfrey & Co........ ‘=e iv 4 400.7 3.76 15.063 
Wase Korndyke Shadeland 106470, D. F. Fletcher...... 4 0 22 6 7 445.9 3.31 14.755 
Dot De Kol Johanna 116691, Charles I Corby.......... 4 420 10 7 460.4 3.13 14.401 
Korndyke Shadeland De Kol Burke 105779, D. Fletcher. 4 aie 7 401.8 3.51 14.121 
Lutscke Vale Cornucopia 110505, Wm. Bishop......... 40 4 15 7 415.6 3.37 14.026 
Korndyke Queen Netherland De Kol 105780, D. Fletcher. 44 4 16 7 372.2 3.76 14.001 
‘Theresa Leona Albino 105244, J. A. Zimmer............ 4-4 7 Oe 7 323.9 4.26 13.794 | 
De Kol Homestead Pietertje 102511, Badger & Frost.... 4°33 2 7 432.0 3.07 13.253 
Yucca Shadeland De Kol 105387, W. D. Robens.......... 4427 i 7 332.9 3.96 13.174 
Daisy’ Ideal De Kol 110090, Est. W. D. Sargent.......... 4017 7 7 370.6 3.49 12.952 
Dijkstra Johanna Clothilde 100559, L. W. Pratt........ se? 7 370.1 3.49 12.913 
Spring Brook Beauty Prize 107684, W. S. Moscrip...... 4 2 20 9 7 402.0 3.18 12.800 
| Small Hopes Korndyke 2nd 110745, A. W. Haeger...... 4 0 28 8 7 361.1 3.31 11.945 
Veronica Colanthus 2nd 107975, Hans Hansen....... .. €.2 oe 7 368.8 3.03 11.189 
Vernoica De Kol Colanthus 2nd 107974, Hans Hansen.. 4 029 52 .7 366.0 3.05 11.168 
Alice Ann De Kol 2nd 107987, J. R. Frost.............. 42 2 54 7 311.5 3.50 10.898 


| 
| 
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Elsie Veeman Wayne 112079, W. D. Robens.......... 310 23 (21 7 516.9 4.36 

3 10 23 6 0 2129.0 4.34 

Edith De Kol Burke Hengerveld 127664, Fred Pabst.... 310 6 6 7 478.6 4.70 22.471 
: 310 6 6 30 2294.3 3.65 83.724 
Jessie Veeman Duchess De Kol 112080, W. D. Robens.... 310 4 19 if 542.1 4.13 22.380 
; Sm) 4- 12 --o 2313.6 3.93 90.809 
& Baroness Mona Pauline 2nd 114513, John M. Howard.... 3 8 16 G ~30 2090.3 4.05 84.598 
Mayflower Pontiac 118093, John Walsh................- 72 & 4 456.3 4.45 20.293 
8 7 2: 10 30 1932.9 4.27 82.503 
Pansy Veeman .:engerveld 116496, W. D. Robens........ 3. 8220. 19 <j 450.5 3.95 17.791 
Marydale Concordia 112288, Grant B. Low............ 3 40°21 «6S 7 456.4 3.34 15.228 
Lady Korndyke De Kol Ormsoy 111763, W. Moscrip.... 311 5 381 7 375.9 3.96 14.870 
Mary Johanna Walker 108150, Irving N. Roe.......... 3:82 ww? 426.9 3.48 14.863 
Clintonia Hartog De Kol 4th 114197, E. E. Sisson...... 81018 21 7 442.8 3.35 14.840 
Woodcrest Althea 105418, John Arfmann.............. 310-6 8 YF 513.0 2.86 14.680 
K, P. Frontier 113316, R. E. Haeger..............004+ $616 7 7 392.3 3.68 14.440 
Evelyn: Pontiac Ormsbv 110807,, Frank Frear & Son.... 31112 55 7 451.2 3.17 14.316 
Florence of Home Farm 112065, W. B. Barney & Sons.. o 11 21 10 7 862.1 3.81 13.783 
Korndyke Mantel Beauty 114764, F. W. Ames.......... 3 10 20 8 7 334.1 4.08 13.631 
Netherland De Kol Beauty Hartog 111732, J. M. Livermore 3 11 28 9 7 330.2 4.04 13.324 
Alice Roosevelt 2nd Lady 125095, F. W. Ames.......... 3 ol 820 7 376.8 3.31 12.490 
Cornucopia Beetes Piebe 115641, A. W. Haeger........ 3 815 12 7 419.0 2.93 12.262 
came Peemee TIGRIS, Bee Greene, 2. 05s ccc scceccccs 310 6° 66 7 390.8 3.10 12.128 
Winnifred Hengerveld 109143, Nelson F. Hopper....... 3 6 4° Be 7 330.0 3.58 11.816 
Starland Queen 106489, Robt. Coveney................. a UR 68 is 321.0 3.31 10.614 
JUNIOR THREE-YEAR CLASS 
Mineral Spring Maid 111058, F. L. Smith.............. 3 5 16 9 7 444.6 4.53 20.160 
Victoria De Kol .lengerveld Veeman 124505, W. Robens.. 341 8 7 7 452.5 4.30 19.446 
Adventuress 3d’s De Kol 2d Lass 120057, F. S. Stimson.. 3 3 29 6 t 495.4 3.86 19.136 
3 3 29 6 14 1081.5 Sco 36.873 
Pleasant Hill Veeman Lady 124507, W. D. Robens...... 3 019 31 is 525.5 3.46 18.207 
3 019 8 30 2205.7 3.44 75.835 
Pontiac Eddessa 121556, Pontiac State Hospital........ 3: 2b tia ff 510.4 3.52 17.989 
Pleasant Hill Judith Hengerveld 124504, W. D. Robens.. 3° 1-49 6 7 422.2 '4.18 17.640 
Romey Korndyke Burke 109559, Mrs. J. B. Loomis...... 3 317 20 7 461.0 3.66 16.862 
Leora Korndyke 122354, Isaac Dalrymple.............. af O° 23 ae iG 473.5 3.52 16.678 
3: US: 26 9 30 2006.8 3.40 68 .328 
Susie Aaggie Hengerveld 111888, B. B. Andrews........ 3 129 14 7 439.7 3.72 16.361 
Adelia Bell De Kol 8rd 122212, George W. Rogers...... 3 4 6 18 7 404.3 3.91 15.813 
Kiatta Aaltje Mercedes 126003, O. J. Godfrey & Co..... 3 010 14 7 408.3 3.62 14.778 
De Kol Eeke 2nd 123599, W. B. Robinson.............. o'r ob: 19 7 865.2 4.02 14.691 
Pontiae Tantalus 122797; R. ©. Baeger.... 005 2.5 se06 06 3-18" 16"- A 7 407.7 3.54 14.444 
Lucy Hengerveld of Macungie 118278, M. B. C. Orphan- 

RTE Ee Ee LCE ET TT ee 3 L116 12 (g sy Us | 3.82 14,182 
Princess Leo Netherland 4th 121728, O. J. Godfrey & Co. 3 1 8 12 i 460.7 3.00 13.838 
Arcady Pontiac Lunde Cornucopia 123678, E. E. Cady... 3 211 14 7 437.2 3.15 13.754 
Jessie Maid Beets 121967, R. E. Haeger................ 72 3 7 410.6 3.13 12.863 
Grace Hengerveld 2nd 122091, Milo Greene............ 38 211 bb 7 366.4 3.30 12.095 
Ethel Magellan 119599, Irving N. Roe................. Se Ae2y: * 4a tf 358.5 S00 11.931 
Inka De Kol Korndyke 123679, Van Camp Packing Co.. 3° oh ~ ae 7 363.8 3.24 11.796 
Rose Netherland Veeman 134552, Fred N. Watkins..... 3 8°14 420 {i 307.6 3.61 11.090 - 
Pledge La Polka 121660, Harold F. Hubbs............. 3 1 15 28 if 809.1 3.07 9.491 
Diamondale Elsa De Kol 124285, J. B. Diamond Jr...... 3 09 59 { 263.8 3.60 9.486 

SENIOR TWO-YEAR CLASS 
Ookhurst Mooie Fayne Princess 144702, Est T. Mitchell. 29 0 88 7 477.2 3.64 17.363 
290 @ 8 1978.6 3.53 69.812 
Piebe Ormsby Duchess 2nd 119611, John Arfmann...... 2 10° 48: . 10 ‘ij 406.5 4.22 17.174 
Belle Model Johanna 2nd 113357, A. C. Hardy.......... 2 11 24 9 7 384.9 4.38 16.856 
Verity Wayne 2nd 120379, Van Camp Packing Co...... 2 9 6 7 7 374.1 4.30 16.100 
Madison Jennie Friend 130661, W. S. Moscrip........ 210 38 14 7 ‘ 470.3 3.29 15.472 
210 8 .12 30 2006.6 2.96 59.409 
Pontiac Luck 121561, Pontiac State Hospital.......... 210.10 24 7 896.7 3.82 15.165 
Johanna Beets Alpha 115476, W. A. Waite & Son...... 210 22 8 7 381.0 3.97 15.107 
Sunnyside Merrilles De Kol 2nd 124481, John Arfmann.. 2 11 29 8 7 335.5 4.46 14.978 
Yankee De Kol Hark 127083, James Phelan............ 2 11 20 7 7 406.2 3.67 14.919 
Pleasant Hill Lucy Veeman 2nd 127258, W. D. Robens.. 2 820 42 tj 414.4 3.55 14.725 
2 820 28 30 1685.1 3.50 59.027 
Paladin Netherland Ruby 128567, Bradley Fuller........ 2 Oo 3. “i ¢é 396.2 3.68 14.581 
Twisk Elgin De Kol 2nd 127135, D. J. De Hoogh........ 21019 46 7 402.7 3.49 14.035 
Ook Terrace Gem 137243, D. J. De Hoogh.............. 21026 14 7 383.2 3.43 13.154 
Yankee Lefa Hark 127080, James Phelan.............. 211 4 23 7 393.9 3.31 13.031 
Fleta Ormsby De Kol 2nd 118149, W. A. Waite & Son.... 2 718 42 7 316.4 4.11 13.014 
Armyn Netherland Posch 136613, Harry B. Davis...... 211 24 101 7 352.1 3.66 12.902 
Tulip Inka De Kol 2nd 135967, Van Camp Packing Co.. 2 8 14 8 7 354.0 3.63 12.845 
Hengerveld Pondyke Butter Girl 123562, Van Camp 
PRRINe OG... cece cerns c sere scesesvesecs . 28 1 8 7 847.4 3.69 12.836 
! V. P. I. Veeman De Kol 120407, Virginia Polytechnic 
I gS OT PoC eT ere ere Te tee tees ' £2.38. @& 7 369.5 3.42 12.654 
: Canary Mercedes Delight 122885, Van Camp Packirfg Co. 27 8 7 7 343.3 3.64 12.506 
q norndyke Epsilon 118079, W. A. Waite & Son.......... 2 8 22 7 7 297.3 4.19 12.463 
Mink Posch 120339, Harry B: Davis.................05 2 ¢6ili 867 7 382.5 3.15 12.058 
Effie Empress Wayne 140576, D. J. DeHoogh.......... 291% 2 7 365.6 3.29 12.045 
Wadmantje Pledge De Kol 132724, Van Camp Packing Co. 2 6 25 13 7 344.2 3.48 11.993 
2 816 15 7 298.8 3.95 11.805 


Pontiac Catrina 121544, Pontiac State Hospital........ 








orice or 





Lilith Pauline De Kol 2nd Hengerveld 120335, Harry B. a 
22 35 
12 44 
29 19 
0 38 


eoeeerereeree eee eeeeeeereesreeeseeseeeeeeeee eee ® 


Davis 
Netherland Clothilde Queen 2nd De Kol 123769, C. Wood. 
Prize Creamer Veeman Spofford 144285, H. H. S. Handy. 
Pauline Burke Beta 115474, W. A. Waite & Son........ 
Rosa Empress Wayne 140574, D. J. De Hoogh.......... 
Pietertje Netherland De Kol May 2nd 129420, W. F. Krip- 


— 


_ 


SeOSCHOSCSSCHEHLHCSCSCHSETOHEEEHOHSHOCHOHSHEHOCHECHE OCH EBEHRES 


ner 

Yankee Hark Countess 127082, James Phelan.......... 
Pearl Pietertje Carlotta 137043, E. A. Powell.......... 
Oak Blanche 129679, Van Camp Packing Co..........- 
Staunch Belle Hengerveld Beets 137368, Iowana Farms. 
Elizabeth Artis 118425, F. S. Kenfield................ 
Matina Maid Pietertje Girl 2nd 121877, Hans Hansen.. 
Blanche Pietertje Veeman 134548, Fred N. Watkins.... 
oar Colantha Lass 132138, M. B. C. Orphanage & 
SM <i ahek ene Uehe kn aNende eed «eee aa ee ee 
Bonnie B. Inka Princess 2nd Lass 133017, James Potter. . 
JUNIOR TWO-YE 

Helen Duchess Veeman Hengerveld 143036, W. D. Robins. 


_ 
for Ror) CONF OOOO SO ooon- 
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~] 
bo 
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Vida Veeman Pontiac 144860, Est. T. A. Mitchell...... 
Vernon Woodcrest Belle 143841, B. B. Andrews........ 
Mary Duchess Colantha 141942, James Phelan..... nie 
Parthenea Hengerveld 5th 164068, W. B. Barney & Sons.. 
Dyanza Gerben Korndyke 135050, Van Be 7 Packing Co. 
Pontiac Sylph 138229, Pontiac State Hospital.......... 
Hildah De Kol 149428, Milo Greene........... ecee Kr 
Arcady Segis Albina Cornucopia 145233, E. E. Cady.... 
—— Lorena Hengerveld De Kol 2nd 121409, Ben 
NS ig chee hah teh al aki ante el act piatace sind Wee as 

Mesa Lincoln 126168, Univ. of Nebr................... 
Joy Beets Hengerveld 139134, R. E. Haeger............ 
Lady Maplehurst Roe 135990, Irving N. Roe........... 
Julia Pledge 2nd 149426, Milo Greene.................- 
May Butter Girl 137229, H. T. Fuller.................. 
Loyalsock Abbekerk Mooie 137086, Flock Brewing Co.... 
Gem Rigtje De Kol Daisy Mink 2nd 144899, R. E. Haeger 
Linden Netherland Waldorf 2nd 143612, Fred Watkins.. 
Loyalsock Walker Pietertje 135565, Flock Brewing Co.. 
Lusina Pietertje De Kol 141195, Van Camp Packing Co. 
Brookview Imilda 134424, E. E, Sisson................ 
Keystone Plum Johanna 139786, C. A Pratt............ 
Julia De Kol Pledge 149422, Milo Greene.............. 
Mercedes Inka Hengerveld 137231, H. T. Fuller........ 
Aaggie De Kol Abbekerk 2nd 143919, James Potter..... 
Nancy Veeman Pontiac 136272, W. D. Robens.......... 
Korndyke Queen Netherland De Kol 2nd 144980, D. F. 
MI GROU RLY c02/ or ar Sstaal one rata we rae ei atd aera ae ee UO 
Champion Pietertje 134874, Fred Pabst................ 
Maggie Butter Queen 127042, R. E. Haeger........... 
North Star Skylark 131294, W. S. Moscrip............ 
Senora De Kol Beauty 144356, James M. Livermore...*.. 
Lady Queen Beets 138414, H. F. Mayne................ 
Bellewood Roe 2nd 129995, Irving N. Roe.............. 
Rowena Pontiac De Kol 137236, Nelson F. Hopper...... 
Mutual Friend Pietertje 2nd 137227, H. T. Fuller...... 
Long Meadows Geesje 14528, H. H. S. Handy.......... 
Plum Burke Jewel 132695, Van Camp Packing Co...... 
Glista Flora 134896, Cornell University................ 
Marydale Posch 141298, Grant B. Low................ 
Diamondale Canary Pauline 135873, M. B. C. Orphanage 


_ 
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UD 0554 6h san cerewneeeeedans erent etnies tuass 11 0 97 
Jennie Segis of Grahamholm 137867, Christopher Graham 10 19 9 
Glista Coreva 134891, Cornell University............... 11 8 44 
Korndyke Butter Girl Pauline 161222, D. B. Diamond... 41 49" 2a 
Korndyke Butter Girl Fidessa 141328, D. B. Diamond.... 0 7 15 
aie Gifford Abbekerk 2nd 128286, Van Camp Packing 

i, “eR ree entny) seeiioniReme aati as 1011 13 
Diamondale Canary Pippa 137823, J. B. Diamond Jr,.... 10 20 24 
Beauty Maid Silver Gloss 141855, H. H. S. Handy...... 10 11 6 
Bride of Daisy Lawn 2nd 130468, L. W. Pratt.......... 02 
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7 361.7 3.25 11.762 
7 312.0 3.77 11.760 
7 323.7 3.41 11.053 
7 322.5 3.38 10.899 
7 306.6 3.53 10.832 
7 357.7 3.02 ° 10.806 
7 359.3 2.94 10.581 
7 336.7 3.12 10.505 
7 282.3 3.55 10.028 
7 305.8 . 3.21 9.814 
q 284.7 3.41 9.698 
7 318.3 3.02 9.628 
7 268.9 3.48 9.353 
7 245.5 3.44 8.447 
7 258.1 3.15 8.135 
7 453.8 3.60 16.347 
30 1906.6 3.57 68.072 
7 335.2 4.46 14.951 
7 440.2 3.25 14.305 
q 360.5 3.64 13.117 
7 352.9 3.71 13.078 
7 316.8 4.12 13.042 
7 320.1 3.73 11.925 
7 349.3 3.40 11.890 
7 328.1 3.55 11.636 
7 335.3 3.47 . 11.622 
d 312.8 3.69 11.539 
7 294.3 3.84 11.312 
7 304.9 3.71 - 11.299 
7 313.7 3.57 11.209 
7 288.9 3.88 11.196 
7 312.9 3.50 10.960 
7 320.3 3.39 10.872 
7 277.0 3.91 10.838 
7 358.3 3.02 10.835 
7 310.1 3.47 10.770 
7 324.5 3.31 10.737 
7 279.6 3.82 10.668 
7 302.4 3.47 10.479 
7 273.6 3:80 10.398 
7 278.0 3.72 10.333 
7 317.8 3.23 10.271 
7 268.0 3.83 10.260 
7 278.1 3.67 10.219 
7 297.6 3.36 , 9.992 
7 297.6 3.35 9.976 
7 277.4 3.59 9.963 
7 318.3 3.07 9.785 
7 278.7 3.51 9.779 
7 337.0 2.88 9.701 
7 281.9 3.44 9.689 
7 331.1 2.88 9.549 
7 303.4 3.14 9.541 
7 219.7 4.19 9.209 
7 298.6 3.03 9.056 
7 259.5 3.43 8.892 
7 286.1 2.91 8.335 
7 228.4 3.60 8.213 
7 208.6 3.90 8.138 
7 218.0 3.66 7.986 
7 203.5 3.79 7.719 
q 242.4 3.16 7.669 
7 247.3 2.99 7.399 
7 236.9 3.12 7.387 





MEADOW BROOK HERD 
Home of the Ormsbys 


Bull advertised in last issue is sold. Now offer one born Jan. 2, 1912, 
Butter Boy Johanna Korndyke No. 90934. More white than black and a 
splendid calf every way. Dam is a 22-lb. daughter of Johanna Rue 3d’s Lad 
and sire is a son of Pontiac Jewel Butter Boy and from a 25-lb daughter of 
Pontiac Korndyke. Here is a high class bull at a low figure. He looks good 
in the stall and on paper. Price $100. 


E. E. POOLE, 


Lincklaen Center, N. Y. 





Typewritten Pedigrees 


For only 25c. I will furnish you a 
four generation pedigree giving four- 
teen ancestors and under the males 
the number of their A. R. O. Daughters 
and producing sons. Under the fe- 
males their A. R. O. records and the 
number of their A. R. O. Daughters 
and producing sons. 


F. G. JOHNSTON 
Sta. B. Columbus, O. 
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more sons and daughters of theWorld’s Best Sires than 
any other sale. A little later we will “advertise what 
wwe have,” “We will have what we advertise.” if you are 
Binaies for a Herd Sire, some choicely bred high record 


Remeniber, 


ready May 

#emales, a foundation for a herd or a car load of certain 

oom or quality—remember this is where you can find 
em. 





300 — REGISTERED HOLSTEINS AT AUCTION — 300 


MAY 14th, 15th and 16th, 1912. 
R. E. HAEGER’S SEVENTH ANNUAL SALE 


This ad is just to tell you that this sale will contain | We will have the number, breeding and quality combined. 
Greatest 
Watch this advertisement grow. 

All stock over 6 months tuberculin 
ist. 


R. E. Haeger, Mgr. 


in Number—Greatest in Breeding, 


tested. 


; Catalogue 
For information adaress 


Algonquin, Il]. 








IDA OLIV ON ONION OLARIRA LILI OWL HD HIE 


BULL CALVES 


FROM DAUGHTERS OF PEARL OF THE DAIRY’S JOE DE KOL 


THAT HAVE 


BEEN STARTED ON 


THEIR SEMI-OFFICIAL WORK. These calves have been born since*February 1, and are a nice, straight, 


growthy lot} 
his first two dams of 35.084 lbs. butter, 617.2 lbs. milkin 7 
days. 


tested. 
J 


days; 


are developed. 
Come and see the individuality of the cattle. 


Exra Holbert 


The sire is a son of King Korndyke Hengerveld Ormsby and Polly Poseh with an average for 
138.084 lbs. 
This fellow will be used on upwards of 300 cows this season and his daughters will be retained and 


butter, 2717. lbs. milk in 30 


Get in while everything is young and see the value of your stock increases as the sisters and dams 


Lake, N. Y. 


O 
KARO OAL OMI NILA OMI RILNONIOG HOPI RILAKMOV RIYA 





DUTCH CORNERS 
offers bull calf born February 15, 1912, to late for 


Prof. Wings’ Bull Sale 


Sire: Paul Beets Korndyke No. 55804, 
Dam: Brookside Beauty 2d, No. 74234. 
A..R. OQ. 7 days.—Milk, 573 lbs., butter, 27.53 lbs. 
30 days.—Milk, 2353.7 lbs., butter, 210.73 lbs. 
60 days.—Milk, 4575 lbs., butter, 210.73 lbs. 
329 days after calving.—Milk, 287.7 lbs., butter, 12.76 lbs. 
At 4 years a Iong, rangy calf, color one-half black and white. 
Apply for photo and pedigree. Price $125.00. 


JOHN J. WALRATH, East Springfield, New York. 











OVERS TOCKED 


Herd numbers of forty head—thirty heavy mi]lking cows and heifers, and 
a dozen splendid heifer calves, by uncommonly well bred sires of Pontiae 
Korndyke, De Kol 2d’s Butter Boy 3d, and King Segis breeding. Would sell 
a carload, at right prices. Three miles from Lacona, 48 mles north of 
Syracuse on Western branch of N. Y. C. R. R. Telephone. 


LACONA HERD—B_ E. MEAD, Proprietor, Lacona, N. Y. 


MEET US AT THE LAKE MILLS SALE 


May Ist and 2nd where we are consigning 10 choice young A. R. O. cows, 15 
bred hefers, 2 yearling bulls, and the 3-year-old bull, Segis Burke, No. 
63547, a young sire with a grand combination of breedng. Nearly all the 
females will be bred to King Segis Pontiac Polkadot No. 75347, the bull 
of $10,000 quality. - 


In the lot there are 7 daughters of Johanna McKinley Sezgis (one of the 
best bred sons of King Segis)who sold for $1000 in the ring at the Lake 
Mills sale a year ago; 2 daughters of Korndyke Wayne Paul De Kol; 4 
daughters of Douglass Korndyke; 5 grand daughters of Dutchland Sir Pon- 
tiac Rag Apple, full brother to Pontiac Clothilde De Kol 2nd, World’s cham- 
pion long distance A. R, O. cow; 1 granddaughter of De Kol 2d’s Butter Boy 
3rd, and 3 Woodcrest heifers. 

A more desirable lot never were entered 
them here at your own price. 





in public sale. You can buy 


F. J. BRISTOL & SONS CO., Oakfield, Wis. 


Pleasant View Stock Farm 


A few choice bull calves from such sires 
as Clothilde Concordia and King, Prilly 
Segis and from excellent dams. Prices 
right for quick sales. 


Alton Miller. Fort Plain, N Y. 





MAPLEMONT FARM 


of LYNDON ALCARTRA POLKADOT— 
butter at 3 years 23.931 lbs... This sire 
is a son of Colantha Lad. This calf is 
a nice individual. 

His five nearest dams have 7-day 
records averaging 28.899 lbs. of butter 
More black than white... but wel! 
marked. Price $350, delivered safe and 
sound. 


J. W. Prentiss & Son, Alstead, N. H, 





A. R. O. BULLS 


Good individuals from one to six 
months old. Nicely marked and well 
grown. 

Sire, Cedardale Pontiac Korndyke 
(56519), 60 per cent. same blood as 
Pontiac Clothilde De Kol 2d, 37.21 lbs. 
butter in 7 days. 1271, in one year. 

Dams are large producers with A. 
R. O. records. 

Our herd, one-half consisting of 2 
and 3-vear-old heifers, averaged last 
year 10184 lbs. milk, 413.2 Ibs. sie 


9 


CEDARDALE STOCK FARM, 
Rutland, Vt. 


Brookview Herd 


Now offers a bull calf born Jan. 9, 
1912. Sire “King Prilly Judge,” grand- 
son of the famous old cow Prilly. Dam 
Clintonia Hartog De Kol 4th. No. 
114197. <A. R. O. 18.55 lbs. butter, 7 
days as a Sr. 3-year-old, g. dam Clin- 
tonia Hartog De Kol. No. 67640. butter 
32.02 in 7 days, 122 lbs. in 30 days. 
Calf nicely marked. one-half white. 
straight as a line and a good one. (t.f.) 


E. E. SISSON, 
Alleghany Co., 


Almond, New York. 
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(Advertisement by E. M. Hastings.) 


THE DECORATION DAY SALE LIST 


Includes daughters of an array of sires such as never before were collect'vely represented by their 
get in a public auction. 
NOTICE THIS IMPOSING ROSTER OF 


SIRES OF THE DECORATION DAY SALE HEIFERS 


De Kol Hengerveld Burke Butter Boy Pietertle Paul Beets Walker 

(Whose 3d 30-Ib daughter Is a 35-Ib cow) Sadie Vale Concordia’s Paul De Kol King Model Fayne 

Sir Veeman Hengerveld ~ Sir Beets Segis Johanna Aaggie’s Lad 
Homestead Girl De Kol Sarcastic Lad Helena Ce Kol’s Butter Boy Sir Geysche Walker Segis 
Aaggie Cornucopia Johanna Lad Crown Prince Segis Junior De Kol , 

Sir Korndyke Manor De Kol Sir Korndyke Pontiac Artis Aaggle Grace Sir De Kol 
King Korndyke Hengerveld Ormsby . Jewel Korndyke Butter Boy Karel Korndyke 

King Walker King Pontiac of Brookside 

Pietje 22d’s Woodcrest Lad Lord Netheriand De Kol Paul Clyde 

De Kol 2d’s Butter Boy 3d Hifldale Hengerveld De Kol Manor Beets Aaggie De Kol 


REMEMBER THESE DAUGHTERS ARE FROM A. R. O. DAMS, OR IF OLD ENOUGH TO 
aoe: aiken HAVE A. R. 0. RECORDS THEMSELVES; AND EVERY ONE IS WITH- 


Autcioneers—Kelley, Haeger, Canfield, Parker, Bellows. Clerk of Sale—H. J. Russell. 
Editor of Catologue and Sale Manager—E. M. Hastings 


SALE TO BE HELD ON DECORATION DAY (MAY 30,) 1912, AT 


IDLE HOUR PLACE STOCK FARM 
Genewa, Ohio 





oa aaa MaMa MAMMA M Mo MaMMe 
4 BE PRESENT AT mS 
% WISCONSIN BREEDERS’ 

% 3rd. ANNUAL CONSIGNMENT SALE 

% 150 -- REGISTERED HOLSTEIN FRIESIAN CATTLE --- 150 

0 Watertown, Wisconsin May, 21 and 22, 1912. 

% A few of the many offerings. P 

ra) The entire herd owned by Randall & Rhoda, including that noted sire CANARY PAUL who is a 


% son of PIETERTJE HENGERVELDS PAUL DEKOL. : 
ray Six daughters of HOMESTEAD JR. DEKOL who is the only sire to have 4 daughters with 124 
Ibs. in 30 days besides being the sire of 4-30lb cows. ’ 

Three daughters of CANARY PAUL FOBES HOMESTEAD whose dam has 34.95 lbs. in 7 days 
and holds the world’s Jr. 4 yr. old 30 day record of 142.16. 

Do Semi Official Yearly Records Appeal To You? 

Eight Cows all a year old that average 680.56 lbs. butter including PEARL MERCEDES PIET- 
TERTJE with 878.06 lbs., and three of her daughters all safe in calf to a son of Queen Juliana Dirgqje. 

Eleven cows and heifers whose dams average 686.77 lbs. 

Four bull calves from dams that average 724.81 lbs. 

Three herd bulls whose dams average 29-lb. that are heading prominent herds. 

Five bull calves from 26 to 31-lb. dams. 

This sale affords an EXCEPTIONAL OPPORTUNITY to secure DESIRABLE ANIMALS. 


Watch future announcements and write for catalogue. 
E. M. Hastings, Lacona N. Y. S. E. Jones, Watertown, Wis. Sale Mgrs. 
S. T. JONES Watertown Wis., Secy. 


ESS ILALILAILD 
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Seven Eighths White 


A beautiful individual, ready for service. Sired by Admiral Walker Pietertje, 
and out of a 25-lb.dam. This fellow has two 31-Ib. sisters. 
Write for pedigree. Price is right. 


BONALEVO FARMS 
R. E. Chapin & Son 











Batavia, N Y. 
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#- Absolute Dispersion Sale 


The Greatest Herd of Holstein-Friesian Cattle 
Ever Dispersed at Public Auction 








AMONG THEM ARE 
KAREL KORNDYKE, the youngest son of Belle Koradyke, the foundation cow 
of the greatest family of the breed. Karel Korndyke is a brother to Pontiac 
Korndyke and at the same age his superior as a sire of large producing = 
daughters, 1 


Twenty-six daughters of this great young bull from the best cows in the herd 


and a large number of high record cows in calf to him. 
A 32-1h. daughter of Johanna Aaggoe 2d’s Lad and 4 of her daughters: a 29-Ib, four-year-old: a 28-Ib, cow; 
a 23-Ib. two-year old, and daughters from all of them. Nearly every female of milking age with A. R. 0. records, 
Having recently bought this herd of Lawrence L. Grow, of Ft. Jackson, N. Y., and lacking room to keep them 
| have decided fo offer the entire herd without reserve at auction. They were bought subject to the tuberculin 
test. They will be tested hy an approved veterinarian and cnly those that show to be right will he offered. In 
individuality and breeding both, this is without doubt, the greatest herd ever dispersed at public auction, 


Time---April 25,1912 at 10 A.M. - 
Place---State Fair Grounds, Syracuse, N.Y. — 
Auctioneers---Cols, Haeger and Kelly 








Compiler of Pedigrees and Clerk of Sale---Hastings 





Catalogues ready on and after April 22nd at the Sale headquarters, Yates 
Hotel, Syracuse, N. Y. An opportunity to secure a class of cattle not u:ually — 


offered. 


FLOYD H.STEVENS. ——_Lacona, N. Y. . 











